Website offline archives
========================


* Text and HTML file encoding could be KOI-8R, CP1251 or CP866.

* Descr.WD3 files, if exist, were made by Offline Explorer
File structure (from 
http://forum.metaproducts.com/Post.aspx?ID=3221&AspxAutoDetectCookieSupport=1
):

-----------------------------------------------------------

Oleg Chernavin 5/18/2004 4:11:00 AM

Descr.wd3 files reside in each directory Offline Explorer creates and 
contain information regarding all downloaded files in the directory:
- file name
- original file URL
- date of the last modification on Web server (to check for updates)
- file MIME type as it was returned by Web server (this is useful for offline browsing)
- a sign, if a .primary file was created or not.

Although all these files could be deleted, it is not recommended because
this may make Web site updates and offline browsing less reliable.

Best regards,
Oleg Chernavin
MP Staff

-----------------------------------------------------------
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It is a binary file. Its structure is the following:

Size 4 bytes
FNSize 4 bytes
URLSize 4 bytes -- always zero
FileName x bytes File name as on disk
URL Name x bytes File name as in URL -- not used
Version 4 bytes
Modif.date 31 bytes
MIME type 36 bytes
Original file length (before parsing) 4 bytes
NeedPrimary 1 byte 0 if Primary is needed, 1 - if not

Oleg.

-----------------------------------------------------------

Filename  : denisovets.narod.ru.zip
Size      : 1582749
CRC32     : eb1f50ef
MD5       : 6035e6c89e4245ff52d5f18fe6bd2867
SHA1      : 11523613e9efd4601eef05be081cef93497c78ff
SHA2-256  : 623271d11ca7a38d7a143494f8b70abbca2f4c7c7962bebc3a539ed4a530b4d1
SHA2-384  : 14a5d5a5978ea02c321ecb5bbb6772e36bb6caee8c6956fd55d6f7bee791276fdaf5a7c4698c0524ff64fd794bc76964
SHA2-512  : cfd308fa1293e38d65e105bbd5c5b56ce9eed193131b38033d0f16d6e6c1bcfd7b7e96c99ade4a8a057ed396b091226599fa57204eb4fa8a799b0049f67dd10d
SHA3-256  : 4b860c68155558067132f7ae9ec45e4ae956b8da3ca067bc8b87f193f112b066
SHA3-384  : fb37feb94cb53d26e6235013f39832093d33b0bac23878c756e5cabd8d57881ef623d0d057c693ab01d1e67ea10620f6
SHA3-512  : 8500b1a1a07851d1ecc9db45452861134a11c47796aafa295c4755cfbda6dbeea394e6fedd113848dcbf08fc205351d94efc6debbc4d2ec9f642d4b1de4efb9b
RIPEMD-160: d0f42202e4ef08d3c9854a45281dc433c8196154
WHIRLPOOL : 898e14939c8fca951cc993c38911b84c4f6502856551d0b96e47ce628ba740385142f351e2bea229e950077d4a5381239a1d9775e4b1b8c7169bb76dedfa27d6
ED2K      : e9290786a6a646eb1ec6f31aa7db35bd
